field Inspection Report 

Philip Morris 

MABX5T MILWAUKEE, WI _I/ A 4JO EEPEESSniAII7E DA VID' AS KAM 

DAIS 3/14/84_ PLAHT FOSTER & KLEISER PBQSRA M 85 POOL 


While in Milwaukee to inspect bulletins, a spot inspection was 
made of fifteen 85's posters. All the units were found to be 
properly posted with current copy and were in good condition. 


ja 


David Askaro 


Source: https://www.industrydocuments.ucsf.edu/docs/yzdm0004 





